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OLD  BLANDFORD  CHURCH,  Petersburg,  Va.,  erected 
in  1735.  Abandoned  by  the  congregation  in  1806, 
through  the  efforts  of  the  Ladies'  Memorial  Associa- 
tion of  Petersburg  the  church  has  been  restored  as  a 
Memorial  to  the  Soldiers  of  the  Confederate  States 
of  America. 
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